Bill Number Paraphrase Effective 

_ Date _ 

HB2541 Paraphrase: HB2541, by Rep. Rick West, R-Heavener, allows the 11/1/2018 

Department of Corrections to establish outdoor designated smoking 
areas for inmates. It allows each correctional facility with a canteen 
system operation to offer tobacco products for purchase by inmates 
and requires all purchases to be through the canteen system 
exclusively. It requires disciplinary action for any unauthorized 
purchase. It requires the profits generated by these sales to be 
subject to the Canteen System Board of Directors. It permits 
smoking at institutions and facilities under the Department of 
Corrections jurisdiction. 

HB2585 Paraphrase: HB2585, by Rep. Steve Kouplen, D-Beggs, creates 11/1/2018 

the Oklahoma Death with Dignity Act. The bill allows an adult who is 
capable and has been determined to be suffering from a terminal 
disease and who has voluntarily expressed his or her wish to die to 
make a written request for medication for the purpose of ending his 
or her life in a humane and dignified manner. The bill requires a 
valid request for medication to be signed and dated by the patient 
and witnessed by two individuals. The bill establishes requirements 
for witnesses. The bill establishes requirements for the patient's 
attending physicians. The bill requires a consulting physician to 
examine the patient and medical records and confirm In writing the 
attending physician's diagnosis. The bill prohibits the medication to 
be given to any patient suffering from a psychiatric or psychological 
disorder or depression causing impaired judgment. The bill allows 
the patient to rescind his or her request for medication at any time. 

The bill requires certain information to be filed In the patient's 
medical record. The bill prohibits disciplinary action for participating 
in good-faith compliance. 


HB2623 Paraphrase: HB2623, by Rep. Kevin West, R-Moore, requires 11/1/2018 

legislative approval for any proposed change to the list of required 
immunizations. 

HB2624 Paraphrase: HB2624, by Rep. Kevin West, R-Moore, creates the 11/1/2018 

Immunization and Parental Rights Act of 2018. 

HB2654 Paraphrase: HB2654, by Rep. Brian Renegar, D-McAlester, 11/1/2018 

requires the establishment of a local school wellness policy by each 
Healthy and Fit School Advisory Committee, to be submitted to the 
school principal for review. It provides content to be included in the 
policy. It mandates the integration of key findings in specified 
school documents. It requires school districts to provide training 
and assistance for schools. 

HB2688 Paraphrase: HB2688, by Rep. Cyndi Munson, D-Oklahoma City, 11/1/2018 

requires the establishment of a local school wellness policy by each 
Healthy and Fit School Advisory Committee, to be submitted to the 
school principal for review. It provides content to be included in the 
policy. It mandates the integration of key findings in specified 
school documents. It requires school districts to provide training 
and assistance for schools. 











HB2969 

Paraphrase: HB2969, by Rep. Avery Frix, R-Muskogee, prohibits 
smoking within 50 feet of the entrance or exit of a state building. 

11/1/2018 

HB2996 

Paraphrase: HB2996, by Rep. Cyndi Munson, D-Oklahoma City, 
creates the Oklahoma Lactation Consultant Practice Act. It requires 
the State Department of Health to promulgate rules to establish the 
licensing of lactation consultants in Oklahoma. It requires the rules 
include a requirement that each individual applying for licensure as 
a consultant to hold a certificate from the International Board of 
Lactation Consultant Examiners. 

11/1/2018 

HB3083 

Paraphrase: HB3083, by Rep. Josh Cockroft, R-Tecumseh, allows 
the board of county commissioners to trade in equipment to a 
vendor or on a statewide contract by acquiring used equipment 
values. 

11/1/2018 

HB3214 

Paraphrase: HB3214, by Rep. Claudia Griffith, D-Norman, 
authorizes the Director of the Oklahoma State Bureau of Narcotics 
and Dangerous Drugs Control, contingent upon the passage and 
approval of State Question 788, to promulgate rules and regulations 
governing the oversight of licensed medical marijuana dispensaries 
located within Oklahoma. It authorizes the Director to inspect any 
licensed medical marijuana dispensary to determine if the 
dispensary is in compliance with rules and regulations promulgated 
by the Director and applicable state laws that govern the dispensing 
of medical marijuana to medical marijuana license holders. 

11/1/2018 

HB3224 

Paraphrase: HB3224, by Rep. Jadine Nollan, R-Sand Springs, 
exempts counties from keeping any audio or video recording from 
recording equipment attached to the person of a law enforcement 
officer that do not depict or directly relate specified incidents. 

11/1/2018 

HB3313 

Paraphrase: HB3313, by Rep. Rhonda Baker, R-Yukon, modifies 
the membership of the Dyslexia and Education Task Force to 
include a member who is a speech-language pathologist appointed 
by the Speaker of the House 

11/1/2018 

HB3315 

Paraphrase: HB3315, by Rep. Rhonda Baker, R-Yukon, removes 
the mandatory cardiopulmonary resuscitation instruction for high 
school students from the Dustin Rhodes and Lindsay Steed OPR 
Training Act. 

11/1/2018 

HB3318 

Paraphrase: HB3318, by Rep. Scott Fetgatter, R-Okmulgee, allows 
for the sale of any equipment by the board of county 
commissioners to sell real property, upon majority vote, without any 
bidding procedure or auction, directly to any person or entity for an 
amount that is less than market value of the property If there are no 
bids submitted. 

11/1/2018 

HB3335 

Paraphrase: HB3335, by Rep. Sean Roberts, R-Hominy, requires 
the State Department of Health to promulgate rules that require 
pregnant women who are prescribed opiated for greater than five 
days to receive pain management services. 

11/1/2018 

HB3342 

Paraphrase: HB3342, by Rep. Sean Roberts, R-Hominy, creates 
the Nursing Care for Infants Act of 2018 

11/1/2018 












HB3346 

HB3348 

HB3439 

HB3484 

HB3676 

SB0927 

SB0972 


SB0982 

SB1103 


Paraphrase: HB3346, by Rep. Sean Roberts, R-Hominy, creates 
the Oklahoma Anti-Abortion Act of 2018. 

Paraphrase: HB3348, by Rep. Sean Roberts, R-Hominy, creates 
the County Modernization Act of 2018. 

Paraphrase: HB3439, by Rep. Carol Bush, R-Tulsa, modifies DNA 
collection and test kit requirements. 


Paraphrase: HB3484, by Rep. John Jordan, R-Yukon, requires a 
parent under 19 years old to attend a parenting class before they 
are eligible to receive Medicaid benefits. It requires the Oklahoma 
Health Care Authority to promulgate rules. 

Paraphrase: HB3676, by Rep. Kevin Calvey, R-Oklahoma City, 
requires the State Department of Health to make available not less 
than $975,000 of federal family planning funds for the purpose of 
making grants pursuant to the Choosing Childbirth Act. 

Paraphrase: SB0927, by Sen. Lonnie Paxton, R-Tuttle, updates 
statutory references to the Fire Safety Standard and Firefighter 
Protection Act. 

Paraphrase: SB0972, by Sen. Frank Simpson, R-Ardmore, requires 
the Oklahoma Health Care Authority to examine the feasibility of a 
state plan amendment to the Oklahoma Medicaid Program for 
diabetes self-management training (DSMT). It requires the authority 
to submit by Dec. 1,2018, a report to the Senate President Pro 
Tempore, the House Speaker and the Governor estimating the 
potential costs to the state, clinical findings, reviews of pilot projects 
and research from other states on the effects of DSMT on persons 
with a diabetes diagnosis. It requires, beginning July 1,2019, the 
authority draft a state plan amendment for DSMT for persons with a 
diabetes diagnosis if the report demonstrates DSMT to be evidence- 
based and essential to qualifying participants in the Cklahoma 
Medicaid Program. It defines the term "diabetes self-management 
training (DSMT)" to mean the process of facilitating the knowledge, 
skill and ability necessary for diabetes self-care and provides the 
process requires incorporating the patient's unique needs and 
experiences into an individualized education and support plan that 
promotes new behaviors and solutions, including, but not limited to, 
healthy eating, physical activity, self-monitoring and medication use. 


Paraphrase: SB0982, by Sen. Kevin Matthews, D-Tulsa, 
appropriates $1.0 million from the fiscal year 2019 General 
Revenue Fund to the Department of Agriculture, Food and Forestry 
to the Urban Gardens Grant Revolving Fund to implement the 
provisions of the Urban Gardens Grant Act. 

Paraphrase: SB1103, by Sen. Ervin Yen, R-Oklahoma City, 
requires all health benefit plants to include coverage for a law-dose 
mammography screening and defines related terms. 


11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 


11/1/2018 

11/1/2018 











SB1105 

SB1106 

SB1120 

SB1123 

SB1185 


Paraphrase: SB1105, by Sen. A J Griffin, R-Guthrie, requires each 
school district to provide age-appropriate instruction about HIV, 
AIDS and related issues and establishes requirements for teaching 
such subjects. The bill repeals the section of law relating to AIDS 
prevention education. 

Paraphrase: SB1106, by Sen. Ervin Yen, R-Oklahoma City, 
requires a school district to permit a student to possess and self- 
administer sunscreen with the written authorization of a parent or 
guardian. 

Paraphrase: SB1120, by Sen. Ervin Yen, R-Oklahoma City, 
legalizes the possession, acquisition, use, delivery, transfer, 
transportation or administration of medical marijuana by a certified 
patient or designated caregiver possessing a valid registry 
identification card for certified medical use. It establishes guidelines 
for use and penalties for misuse. It requires an individual to be 
suffering of a serious condition or be terminally ill to qualify for 
medical marijuana use. 

Paraphrase: SB1123, by Sen. Ervin Yen, R-Oklahoma City, 
prohibits a parent or legal guardian from providing a written 
statement objecting to immunization of the child. 

Paraphrase: SB1185, by Sen. Lonnie Paxton, R-Tuttle, creates the 
Oklahoma Industrial Hemp Agricultural Pilot Program Act and 
provides legislative intent and defines related terms. The bill 
creates a pathway for registered persons to engage in the growth 
and cultivation of industrial hemp. It also allows for its sale under 
the pilot program. It prescribes a manner of registration for 
individuals wishing to grow and cultivate hemp. It requires a valid 
registration to be active for one year. The bill requires the 
Department of Agriculture, Food and Forestry to administer an 
industrial hemp grant research program so that institutions of higher 
education may conduct research, including but not limited to 
developing or recreating strains of industrial hemp best suited for 
Oklahoma growing conditions. It allows an institution of higher 
education that conducts industrial hemp research to accept seed 
varieties that are approved by the Department. It also allows the 
institution of higher education to work with private industrial hemp 
developers and other stakeholders to conduct research, including 
development of Oklahoma Heritage Hemp Seed. The bill directs 
the department to collect an additional fee from each registrant for 
the purpose of funding this research and certification program. It 
directs the fees collected to be deposited in the Industrial Hemp 
Research Grant Revolving Fund. It allows the department to solicit, 
apply for, and accept monies from other sources for the grant 
program. The bill requires registrants to file a pre-planting report 
form approved by the department. It outlines the specifics of that 
report. The bill specifies harvesting procedures. The bill makes all 
registrations subject to routine inspection and sampling to verify 
that the delta-9 tetrahydrocannabinol concentration of the plants 
planted does not 0.3% on a dry weight basis. It directs the 
department to notify each registrant of the scope and process by 
which inspections will be conducted within seven days to set a date 
and time. It authorizes the department to take samples during 


11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 

11/1/2018 







SB1209 


SB1210 


Paraphrase: SB1209, by Sen. Josh Brecheen, R-Coalgate, 11/1/2018 

prohibits any physician participating in the performance of an 

abortion from obtaining or renewing a license to practice medicine 

in this state. It directs the State Board of Medical Licensure and 

Supervision to revoke the license of an allopathic physician 

performing an abortion in this state. It also directs the State Board 

of Osteopathic Examiners to revoke the license of an osteopathic 

physician performing an abortion in this state. It prohibits persons 

from performing or inducing an abortion upon a pregnant woman 

with an intention other than to increase the probability of a live birth, 

to preserve the life or health of the child after live birth, to remove 

an ectopic pregnancy or to remove a dead unborn child who died 

as the result of a spontaneous miscarriage, accidental trauma or a 

criminal assault on the pregnant female or her unborn child. It 

directs the State Board of Medical Licensure and Supervision, State 

Board of Osteopathic Examiners, and State Board of Health to 

promulgate rules to implement the provisions of this act. 


Paraphrase: SB1210, by Sen. Josh Brecheen, R-Coalgate, directs 11/1/2018 
the Oklahoma Health Care Authority (OHCA) to seek Medicaid 
waiver authority to pursue modifications to Medicaid eligibility 
criteria so that receipt of SoonerCare coverage is conditional upon 
documentation of certain education, training, work or job activities, 
taking into consideration similar waivers submitted by other states. 

It excludes Insure Oklahoma eligibility criteria from this 
requirement. It makes requirement contingent upon approval from 
the federal Centers for Medicare and Medicaid Services and 
available state funding. It requires that the SoonerCare eligibility 
criteria be, at a minimum, the criteria which exists for the 
Supplemental Nutrition Assistance Program (SNAP) or Temporary 
Assistance for Needy Families Program (TANF), which must meet 
a certain threshold of hours and type of activity. It requires such 
eligibility modifications pursued by the OHCA to align SoonerCare 
eligibility to contain criteria for work or job activities in the same 
manner as SNAP or TANF. It requires that in order for an enrollee 
to remain eligible for SoonerCare, they must also comply with the 
work and job activity requirements for SNAP or TANF. It makes 
exemptions to the eligibility criteria at a minimum, the same as that 
which exists for SNAP or TANF. It excludes from these 
requirements the same populations as those specified by SNAP 
and TANF. 




SB1430 


11/1/2018 


SB1482 


SB1508 


SB1565 


Paraphrase: SB1430, by Sen. Nathan Dahm, R-Broken Arrow, 
creates the Prenatal Nondiscrimination Act of 2018. The bill 
prohibits a person from performing or attempting to perform an 
abortion with knowiedge that the pregnant woman is seeking the 
abortion solely because the unborn child has been diagnosed with 
either Down syndrome or a potential for Down syndrome. It 
prescribes a penalty for doctors and women found in violation of the 
provisions. It allows a pregnant woman upon whom an abortion has 
been performed in violation of the Act, or the parent or iegal 
guardian of the woman if she is an unemancipated minor, to 
commence a civil action for any knowing or reckiess vioiation the 
Act and may seek both actual and punitive damages. It requires 
any physician who performs an abortion in violation of the Act to be 
considered to have engaged in unprofessional conduct for which 
his or her iicense to provide healthcare services in the State of 
Oklahoma shall be suspended or revoked by the State Board of 
Medical Licensure and Supervision or the State Board of 
Osteopathic Examiners. It allows a cause of action for injunctive 
relief against any physician or other person who has knowingly 
violated the Act to be maintained by the woman upon whom the 
abortion was performed or attempted to be performed. It affords 
any woman upon such an abortion has been performed or 
attempted the right and protections afforded under the Oklahoma's 
Victim's Rights Act. It requires every such civil proceeding or action 
brought forth maintain the anonymity of the woman. It allows the 
Oklahoma Legislature, by joint resolution, to appoint one or more of 
its members who sponsored or cosponsored the Act in his or her 
official capacity to intervene as a matter of right in any case in 
which the constitutionality of this law is challenged. 


Paraphrase: SB1482, by Sen. Ervin Yen, R-Oklahoma City, defines 11/1/2018 

certified midwife as an individual who has graduated from a 

midwifery education program and passed a national certification 

exam. It prohibits a person other than a certified midwife from using 

the professional designation of certified midwife. The bill prohibits a 

certified midwife from performing services relating to a vaginal birth 

after cesarean. 

Paraphrase: SB1508, by Sen. Anastasia Pittman, D-Oklahoma City, 11/1/2018 
creates the health Food Financing Act for the purpose of increasing 
the number of healthy food retail outlets in underserved 
communities. It provides related definitions. The bill creates the 
Healthy Food Financing Revolving Fund to be expended primarily 
on the construction, renovation or expansion of grocery stores. The 
bill allows the State Department of Health to partner with nonprofit 
organizations or community development financial institutions to 
administer the program. 

Paraphrase: SB1565, by Sen. Paul Scott, R-Duncan, directs the 7/1/2018 
Tobacco Settlement Endowment Trust to transfer 2 percent of the 
balance of the Tobacco Prevention Fund to the Department of 
Mental Health and Substance Abuse Services on July 1 of each 
year. It directs the funds to be used by ODMHSA for smoking 
cessation programs. 






SJR001XX 

Paraphrase: SJR001XX, by Sen. Josh Brecheen, R-Coalgate, 
proposes a vote of the people on a constitutional amendment that 
would allow earnings from the Tobacco Settlement Endowment 
Trust Fund to be used to fund the Oklahoma Medicaid Program. It 
also would allow the Legislature to expend earnings from the fund. 

12/19/2017 

SJR0050 

Paraphrase: SJR0050, by Sen. Josh Brecheen, R-Coalgate, 
proposes a vote of the people on a constitutional amendment that 
would allow earnings from the Tobacco Settlement Endowment 
Trust Fund to be used to fund the Oklahoma Medicaid Program. It 
also would allow the Legislature to expend earnings from the fund. 

12/20/2017 

SJR0058 

Paraphrase: SJR0050, by Sen. Josh Brecheen, R-Coalgate, 
proposes a vote of the people on a constitutional amendment that 
would allow earnings from the Tobacco Settlement Endowment 
Trust Fund to be used to fund the Oklahoma Medicaid Program. It 
also would allow the Legislature to expend earnings from the fund. 

1/17/2018 
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Comm Health 
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